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SUBJECT: INSTALLATION OF DISINTEGRATOR AT AMEMBASSY BRUSSELS 

1. EFFORTS BY LOCAL PERSONNEL AND SEABEE TO COMPLETE 
INSTALLATION OF A RECENTLY ACQUIRED MODEL 22 DISINTEGRATOR 
HAVE BEEN UNSUCCESSFUL DUE TO APPARENT ELECTRICAL PROBLEMS 
WITH THE DISINTEGRATOR AND LACK OF AVAILABLE POWER. 

2. NO ONE WITH ELECTRICAL KNOWLEDGE OF A DISINTEGRATOR 
IS AVAILABLE IN BRUSSELS AND THE SERVICES OF A SEABEE 
ELECTRICIAN WOULD BE APPRECIATED. 

3. PROBLEM IS SOMEWHAT URGENT SINCE THE ONLY PRESENT 

MEANS OF DESTROYING CLASSIFIED WASTE IS BY A POORLY FUNCTIONING 
INCINERATOR. 

4. PLEASE ADVISE. FIRESTONE 
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